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Replacing Parts 

Product 0 432 217 134 - Nozzle and holder assembly - DHK 

0 430 211 056 - NOZZLE-HOLDER ASSEMBLY - KCA30S46 
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Position 

Order number 

Info 

Quantity 

Designation 


1 


Z 

1 

SELECTION GROUP 

2 

2 430 136 161 

B 

1 

INTERMEDIATE DISC 

3 

2 433 124 372 

B 

1 

PRESSURE SPINDLE 

4 

2 433 458 148 

B 

1 

NOZZLE-RETAINING NUT 

5 

2 434 619 047 

B 

1 

COMPRESSION SPRING 

7 

9 431 030 526 

B 

1 

PROTECTIVE CAP 

Explanations 

B 

Z 

Service part 

Not a service part 
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